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= 1,200 PSI COMPRESSION PARALLEL TO Gf 
= 1,450 PSI EXTERIOR FIBER IN BENDING 
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-BOTTOM CHORD axeKlB'-O 1 ' 



USE 4,000 PSI. CONCRETE FOR B 
RE-BARS. I f /4" EXPANSION JOINT 



_ HSF - 1 

"11^0“ l6'-0“ IG'-O" 

THERMOSTAT " ^ ^ 

3^ (T 

<3 Q 'x?) ® ® □ 

\ VARIABLE SPEED/'' 

\ / CONTROL 

- 


FANS 2.5,8-VARIABLE SPEED-4000 TO 5000 C 


ANCE THE UNDER SLAT 
TILATION BY RESTRICTING 
NINGS CLOSEST TO THE FAP 


-fa y 

M k C 




CONCRETE BEAM SECTION 

SCALE:l'/2''=r-o" 















Disclaimer 


This site makes available conceptual plans that can be helpful in developing building 
layouts and selecting equipment for various agricultural applications. These plans do not 
necessarily represent the most current technology or construction codes. They are not 
construction plans and do not replace the need for competent design assistance in 
developing safe, legal and well-functioning agricultural building system. The LSU 
Agriculture Center, the Mid-West Plan Service, the United States Department of 
Agriculture and none of the cooperating land-grant universities warranty these plans. 



